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[Abstract:] Explaining delay in furnishing statement of gross number of... 981 4% 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

October 9, 1880 


Sir 


In reference to my apparent delay in giving the data called for in the letter of the Director 
of the Mint of the 18th ult., I beg to say that the whole staff in my Office (3 persons) have been 
engaged assiduously in gathering the requisite data in the short space between our daily duties, 
and ask for a few days more time to approach as near as we can to the results which the Director 
aims at. We are now engaged in examining every deposit of gold and silver of the last fiscal year, 
in order to class them as those requiring to be parted or not. 


Very respectfully yours, 
Jas. C. Booth 
M&R 


